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BUSINESS PREMISES eee eee eee 


SCHOOLS 
HOSPITALS ... eee eee 


NOTE.—The Review of the Royal 
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Apams, Hotpen & Pearson, 9 Knightsbridge, Hyde Park, 
London, W. 

The Margate and District General A. E 
Ground Floor Plan 
First Floor Plan ... 

Torbay Hospital, Chapel and Out-Patients’ De partme nt. 
General Administration Block . pon a 
Women’s and Children’s Wards 

First Floor Plan 
Part of Ground Floor Plan ‘ 
The Deal and Walmer War Memorial Hospital: “Ground 
and First Floor Plans , 
Photographic View of the E xterior 
Piccadilly Tube Station, Booking Hall 


Atsop, R. H., & C. H. Sayce, Henty House, Melbourne, 
Victoria, Australia. 
University of Western Australia (R.A. Exhibit) 


Baker, Sir HERBERT, A.R.A., 14 Barton Street, London, S.W. 
India House, Aldwych, London, W.C.: Octagonal Hall 
Exhibition Hall (R.A. E xhibit) | 
Perspective View (R.A. Exhibit) 
Section through Exhibition Hall and L ibrary 
Section through Entrance Hall 
Ground Floor Plan 
First Floor Plan ... 


Brace, ALan, 19 St. Mary Abbotts Terrace, W.14. 
The Young Leaguers’ Union Hospital, Highbury Park, N 
Ground and First Floor Plans ... — 
Photographic View of the Exterior 


Briertey & RutHEeRFoRD, 13 Lendal, York. 
Public Library, York : Ground Floor Plan... 
Photographic View of the Main Elevation 


Burnet, Sir Joun & Partners, 1 Montague Place, 
Bedford Square, W.C. 
Eastman Dental Clinic, Royal Free —, Gray's Inn 
Road, W.C. (R. A. E 
Ground Floor Plan 
First Floor Plan ... 


Cow.es-Voysey, C., 14 Gray’s Inn Square, London, W.C. 
Municipal Buildings, A. Exhibit) 
Sections os 
Elevations ee 
Ground, First and Second Flocr Plans 


Dant, J. Seaton, Radnor Chambers, Folkestone. 
Seabrook Lodge School: Main Entrance 
First Floor Plan 
Ground Floor Plan 
Basement Plan 


Davies, Haroip, 4 St. Mary's Parsonage, Manchester. 
New Dance Hall at Levenshulme, near Manchester : 
Ground Floor Plan 
Photographic View of the Exterior 


TOWN HALLS AND MUNICIPAL BUILDINGS 
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STATIONS AND BATHS eee 
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Farey, Cyrit A., 7 Bedford Square, London, W.C. 
General Hospital and Housing Scheme, Salisbury: 
Lay-out Plan 
Perspective (R.A. E xhibit) 


FLETCHER, SIR BANISTER AND Percy B. Dannatt, 1 King’s 
Bench Walk, E.C.4. 
The Roan School for Boys, Maze Hill, Greenwich, 
London, S.E. ila 
First Floor Plan ... 
Ground Floor Plan 


Foster, T. O., 6 New Burlington Street, W. 
National Bank of India, Rangoon: Perspective Sketch ... 
Passenger Station for the Port Trust, Rangoon, Burma: 
Perspective Sketch 
Ground Floor Plan 
North, East and West Ele vations 


Go tp, H. A., & Newman, 14 Bedford Row, Gray’s Inn, W.C.1. 
Watford Public Library : Ground Floor Plan 
Photographic View of Exterior 


Hatt, E. T. & E. STtantey, 54 Bedford Square, London, W.C. 
St. Mary’s Hospital, Paddington, W.: New Teaching 
Block, Inoculati¢én Department, etc. 
Basement Floor Plan 
Ground Floor Plan 


Harvey & Wicks, 5 Bennett's Hill, Birmingham. 
Dudley Public Buildings 
Ground Floor Plan 
First Floor Plan ... 
The Banqueting Hall 


Hortu & ANDREW, Custom House Buildings, Whitefriargate. 
Hull. 
Greenwich Public Baths and Wash Houses: Ground Floor 
Plan . 
Photographic View of Exterior 


Jackson, H. E., Town Hall, Southport. 
Restaurant at the Southport Bathing Lake 


Jeeves, Gorpon, 16 Hanover Square, London, W. 
Theatre Royal, E —— and Castle, S.E.1: Perspective 
View «ee 


Kenyon, A. W., & Livock, 22 Surrey Street, Strand, W.C.2. 
Weybridge Cottage Hospital : View of the 

Ground Floor 


LANCHESTER, H. 
W.c. 
St. Bartholomew's Hospital, New Surgical and Operation 
Block 
Study for the Interior ‘of the Library, U niversity « ‘of Leeds 
(R.A. Exhibit) ° 


V., & LopGe, 19 Bedford Square, London, 


Easton & Ropertson, 36 Bedford Square, London, W.C. 
Competition Design for the Morcambe Bay Open-Air 
Bathing Lake : 
Half-Inch Detail of Administration Block 
Aerator Band Stand wee 
Upper Plan 
Lower Plan 


LEATHART & GRANGER, 7 John Street, Adelphi. 
New Picture Theatre, Richmond, Surrey : Perspective View 
The Queen’s Cinema, Forest Gate, London: The Pros- 

cenium Arch after reconstruction 
Sections through Cinema before and after reconstruc- 
tion ... eee eee 

Plans 
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Matuews, J. Dovetas, Son & Riptey, 3 Paul's Bakehouse 
Court, E.C.4. 
Nurses’ Home, Lewisham Hospital : Ground Floor Plan ... | 
Garden Front (Photographic'View) . | 
New Ward Block, Lewisham — “View of the | 
Quadrangle ... ose | 


Ground Floor Plan 


& T. R., 19 Fawcett Street, Sunderland. 
The Empire Theatre, Southampton : Longitudinal Section 
Main Entrance Elevation Vie 
Upper and Lower Circles Plan . ° 
Ground Floor Plan em 
Balcony Plan 


Mine, Oswatp P., 64 Wigmore Street, London. 
Design for a Hotel on the South Coast A. E 
Basement Plan .. 
Typical Bedroom F ‘oor Plan 
Ground Floor Plan 


Munsy, Atan E., 9 Old Square, Lincoln’s Inn, W.C. 
Highgate Sc ar Science Buildings: Ground and First Floor | 
Photographic Vi iew of the Exterior 


Newton, W. G., & PARTNERS, 4 Raymond Buildings, Gray’s | 

Inn, W. 

Oxford Municipal Secondary School A. 
First Floor Plan ... 
Ground Floor Plan 

City of Oxford School : 
Ground Floor Plan ste 
View from the North _... ose ase} 
Bird’s-eyesView feom the South 


First Plan 


a 
Nicnoras & D1xon-Spatn, 19 Hanover Square, London, W.1. | 


Public Baths and Concert Hall, Newcastle-on-Tyne :| 
Ground Floor Plan 


General Photographic View of Exterior 
Interior Views of Turkish Baths 


Lay-out Plan of Turkish Baths 
Frigidarium Turkish Baths 


Nicnuotts & HvuGHEs, 
London, W.C. 
Coulsdon and Purley Municipal Buildings : Elevation 
Section A.A. 
Ground Floor Plan 
First Floor Plan ... - 
Coulsdon and Purley Fire Station: Exterior View 
Ground and First Floor Plans ‘aes 


4 Raymond Buildings, Gray’s Inn, 


Pite, W. A., Son & FArRWEATHER, 12 Carteret Street, West- 

minster, S.W.1. 

Nurses’ Home, Miller General Hospital, 
Ground and Typical Floor Plan 


Photographic View of Nurses’ Home, Exterior 


Greenwich : 


Rirey, W. E., & GLanFIELD, 6 Raymond Buildings, Gray’s 
Inn, London, W.C.1. 
The Hampstead and North St. Pancras Day Nursery, N.W. 
Front View 
Ground and First Floor Plans ... 


Roserts, A. L., The Castle, Winchester. 
Drayton Council Sthool, East Cosham, Hants: 
Floor Plan .. : 
Photographic View ‘of the Exterior 


Ground 


SaTCHWELL & RosBeErtTs, 7 Waterloo Street, Birmingham. 
Alhambra Picture Theatre, Moseley Road, Birmingham : 
Photographic View of Exterior ik 
Longitudinal Section... 
Cross Section and Bale ony Floor Plan’ 
Ground Floor Plan 
Scott, CHESTERTON & SHEPHERD, 
Hampstead, N.W.3 
Shakespe: Memorial Theatre, Stratford-on-Avon A 
Exhibi ‘ 


Holly Studio, The Mount, 


Contents (continued). 


Stmpson, Sir Joun, & MAXWELL Ayrton, 3 Verulam Buildings, 
Gray’s Inn, W.C.1. 
University Colle ge School (Junior Branc ), 
Hampstead, ses 
Ground and Basement Plans 
First and Second Floor Plans 


Holly Hill, 


Soissons, L. pe, & Kenyon, Welwyn Garden City, Herts. 
Free Church Hall, Welwyn Garden City, Herts: Ground 
and First Floor Plans and Sections 
North and South Elevations .. 
Perspective View (R.A. E xhibit) 
The Gladdah School, Welwyn Garden City, “Herts : 
and First Floor Plans 
Photographic View of the Exterior ... 
Welwyn Garden City Theatre : a View of the 
Exterior 
Longitudinal and Cross Sections 
Ground Floor Plan 
Harehills Library, Leeds : 
Elevation Detail . ees 
Ground Floor Plan Section and Elevation 


“Ground 


Entrance Detail 


Suttivan, Leo S., 158 Fenchurch Street, E.C.3. 
Nos. 37-39 Lime Street, E.C. (R.A. Exhibit) 
Photographic View of the Exterior 
Ground Floor Plan ace 

First Floor Plan ... 
Sections ... 


Symincton & PRINcE, 
Leicester. 
Wyeggeston Grammar School, Leicester : Ground Floor Plan 
Photographic View of the Exterior 
Lower. Greund Floor Plan 
First Floor Plan ... os 


1 West Street, Museum Square, 


TANNER, Messrs. Henry, 3 Hanover Square, London, W. 
Café Royal, Regent Street, a W.: The Napoleon 
Room wes ose ose 
Fourth Floor Plan 
Ground Floor Plan sos 
Corner in the Napoleon Room ... 


Warren, E. P., 20 Bedford Square, London, W.C. 
Sir WwW iliam Dunn School of Pathology, Oxford: Photo- 
graphic View of Exterior ... 5 wel 
Basement Plan ... wwe 
First Floor Plan ... 
Ground Floor Plan 


Watkins, W. H., 15 Clare Street, 
The Regent Cinema, Bristol : 
Main Entrance Front 
Balcony Plan 
Ground Floor Plan 


Bristol. 
Section 


Wesser, E. Berry, 42 Gordon Square, W.C.1 | 
Peterborough Town Hall: Main Entrance (R. A. ne 
Grotind Floor Plan (Central Portion) . 
Sections of the Central Portion 
Elevation of the Central Portion 


Westcott, G., & BoppincTon, 
London, W.* 
Manchester Northern Hospital (R.A. Exhibit) 


26 Old Burlingtgn Street, | 


Wits, F. J., 62 Oxford Street, London, W. 
Oxford Corner House, London: Detail of Stairway from 
Main Entrance Vestibule 
Marble Decorations to First Floor Restaurant 
Marble Decorations to Ground Floor Restaurant 
Ground Floor Plan 


Woop, Francis, Town Hall, Blackpool. 
Entrance Detail to the Blackpool Open-Air Bathing Lake | 
Detail of the Bathing Lake ooo 
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